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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 10498 291603Z 
ACTION OES-06 

INFO OCT-01 10-13 ISO-00 /020W 

291749Z 022126/43 

R291449Z DEC 76 
FM USMISSION IAEA VIENNA 
TO USERDA WASHDC 
USERDA GERMANTOWN 
INFO SECSTATE WASHDC 8500 

UNCLAS IAEA VIENNA 10498 

PASS lO/SCT 

EO 11652: NA 

TAGS: TECH, EAID, IAEA, US, PR, KS, PE 
SUBJECT: 1976 EQUIPMENT GRANTS 

REE: CLIFFORD/CONGDON TWX 232123Z NOV 76 

1. REF TWX TRANSMITTED TO AGENCY AND FOLLOWING 
INFORMATION RECEIVED. 

2. KOR 5/15- IAEA UNABLE AS YET TO MAKE CHOICE 
OF IONIZATION CHAMBERS. 

3. PER 1/02- PROBLEM OF SUBSTITUTE EOR BALTEAU 
EQUIPMENT HAS BEEN REFERRED TO TECH DEPT. WHICH 
HAS NOT DECIDED ON SUITABLE SUBSTITUTE. 

4. PHI 4/10- SPECIFICATIONS OF INSTRUMENTATION 
RECORDER HP 3960 B AS EOLLOWS: 

CHANNEL CONFIGURATION: 2FM, 2DIR 

STANDARD SPEEDS: 15, 3 3/4 AND 15/16 IPS 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 IAEA V 10498 291603Z 

POWER SUPPLY: 1 15 OR 230 VOLTS, PLUS 10 
PERCENT, 48- 440 HZ, OR EROM 12 OR 48 W BATTERIES, 
USING ACCESSORY DC2AC INVERTERS, 80W. LABOWTIZ 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, TECHNOLOGICAL EXCHANGES, INTERNATIONAL ORGANIZATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 29 DEC 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV10498 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760475-0252 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976127/aaaaaf2h.tel 

Line Count: 58 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: vogelfj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 JUN 2004 by chengls>; APPROVED <27 DEC 2004 by vogelfj> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: 1976 EQUIPMENT GRANTS 
TAGS: TECH, EAID, US, PE, KS, IAEA 
To: ERDA 
Type: TE 
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